49

Garrison, A.W., J.D. Pope, A.L. Alford, and C.K. Doll. 1979.
An automatic sampler, a master analytical scheme and registry
system for organics in water.  In Trace Organic Analysis: A New
Frontier in Analytical Chemistry. Special Publication 519.
National Bureau of Standards, Washington, D.C.

Grabow, W.O.K., and M. Isaacson. 1978. Microbiological quality and
epidemiological aspects of reclaimed water. Progress Water
Technol. 10(1-2):329.

Grabow, W.O.K., B.W. Bateman, and J.S. Burger. 1978. Micro-
biological quality indicators for routine monitoring of wastewater
reclamation systems. Progress Water Technol. 10(5):317.

Grabow, W.O.K., H.S. Burger, and E.M. Nupen. 1981. Evaluation of
acid-fast bacteria, Candida albicans, enteric viruses and
conventional indicators for monitoring wastewater reclamation
systems. Progress Water Technol. 13(2):803.

Hattingh, W.H.J. 1978. Health aspects. P. 257 in Manual for Water
Renovation and Reclamation. Technical Guide K42. Council for
Scientific and Industrial Research, Pretoria, South Africa.

Hrubec, J., J.C. Schippers, and B.J. Zoetman. 1979.  Studies on
water reuse in The Netherlands. Pp. 785-807 in Proceedings, Water
Reuse Symposium. American Water Works Association Research
Foundation, Denver, Colo.

Jukubowski, W., and T.H. Ericksen.  1979. Methods for detection of
Giardia cysts in water supplies. Pp. 193-210 in W. Hakubowski and
J.C. Hoff, eds. Proceedings of Symposium on Waterborne Trans-
mission of Giardiasis.  EPA-600/9-79-001.  Environmental Protection
Agency, Cincinnati, Ohio.

McCarty, P.L., M. Reinhard, C. Dolce, H. Nguyen, and D.G. Argo.

1978. Water Factory 21: Reclaimed Water, Volatile Organics, Virus,
and Treatment Performance. EPA 600/2-78-076. Municipal Environ-
mental Research Laboratory, Office of Research and Development,
U.S. Environmental Protection Agency, Cincinnati, Ohio.  87 pp.

McCarty, P.L., M. Reinhard, J. Graydon, J. Schreiner, K. Sutherland,
T. Everhart, and D.G. Argo. 1980. Advanced Treatment for Waste-
water Reclamation at Water Factory 21. Technical Report 236.
Department of Civil Engineering, Stanford University, Stanford,
Calif.  149 pp.

Moss, C.E.  1973. Control of radioisotope releases to the
environment from diagnostic isotope procedures. Health Phys.
25:197-198.

National Academy of Sciences. 1977.  Drinking Water and Health.
Safe Drinking Water Committee, Advisory Center on Toxicology,
Assembly of Life Sciences, National Research Council. National
Academy of Sciences, Washington, D.C.  939 pp.

Nupen, E.M., B.W. Bateman, and N.C. McKenny. 1974. The reduction
of virus by the various unit processes used in the reclamation of
sewage to potable water.  In J.F. Malina and B.P. Sagik, eds. Virus
Survival in Water and Wastewater Systems. Water Resources
Symposium No. 7.  Center for Research in Water Resources,
University of Texas at Austin, Austin, Tex.

Shackelford, W.M., and L.H. Keith. 1976.  Frequency of organic
compounds identified in water. Environmental Research Laboratory,
U.S. Environmental Protection Agency, Athens, Ga. 618 pp.